Popular film Dimensions Popular DIN Dimensions mm 
iXH & iXG resolution - magnification - object size reference table formats mm formats 
AO 


Sep-21 35mm 36x24 1189x841 


645 56x44 A1 841x594 
The below table provides useful information for selecting a configuration 6x6cm 56x56 A2 594x420 
suitable for the desired capture resolution and the size of the object that needs 6x7cm 70x56 A3 420x297 
to be captured. Note that measurements are rounded to the nearest milimeter 6x8cm 80x56 A4 297x210 
and that this table may be updated periodically subject to system updates. 


9x12cm 120x90 210x148 


A5 
13x18cm | 180x130 | US formats | 
24x30cm 300x240 11x8.5" 279x216 
4x5" 127x101.6 14x8.5" 356x216 
5x7" 177.8x127 17x11" 432x279 
8x10" 254x203.2 40x28" 1016x711 
11x14" 355.6x279.4 36x24" 914x610 


Distance 
In-camera $ $ 

i Extension Tube Total system sensor 
extension mm length mm object 


approx mm 


Object WxH 
Magnification | PPI (approx.) | Size (approx. 
in mm) 


Popular supported 
formats 


1204x903 A0+, 40x28" 
902x677 Al+ 
601x451 A2+ 
447x340 A3+, 17x11" 
A4+, 8x10", 
301x226 11x8.5" 
224x169 AS+ 

AG+, 13x18cm, 
180x135 5x7" 


373x280 Min. practical PPI 


A4, 11x8.5", 8x10" 
300x225 


149x112 9x12cm, 4x5" 
6x8cm, 6x7cm, 
89x67 6x6cm 
64x49 645, 35mm 


1204x903 AO+ 
902x677 Al+ 
601x451 A2+ 
447x340 A3+, 11x14" 
A4+, 8x10", 
300x225 8x11.5" 
224x169 AS+, 5x7" 
180x135 A6+, 5x7" 
148x111 9x12cm, 4x5" 
6x8cm, 6x7cm, 
89x67 6x6cm 
64x49 645 


SK 72mm 21 21mm+42mm 243 287 1:0.9 7400 Max. practical PPI 


72mm Mkil 982x737 Alt+ 
72mm Mkil 737x553 A2+ 
72mm Mkil 491x368 A3+, 11x14" 
72mm Mkil 369x276 | A4+, 8x10", 8x11" 
72mm Mkil 246x184 ASt+, 
72mm Mkil 184x133 A6+, 13x18cm 
72mm MklI 147x110 4x5" 


11x14", 8x10", 
373x280 24x30cm, A4 |Min. practical PPI 
4x5", 5X7", 
246x184 18x24cm, A5 
9x12cm 
645, 6x6cm, No margin on the 
6x7cm* 55mm side 
65x49 35mm, 645 


982x737 Al+ 
737x553 A2+ 
491x368 A3+, 11x14" 
A4+, 11x8.5", 
369x276 8x10" 
246x184 AS+, 5x7" 
184x138 A6+, 13x18cm 
147x110 4x5" 
123x92 9x12cm 


Guta, EEE No margin on the 
74x55 55mm side 


21mm+42mm 232 :0. Max. practical PPI 


iXH & iXG resolution - 
magnification - object size 
reference table 


Sep-21 


The below table provides useful 
information for selecting a configuration 
suitable for the desired capture 
resolution and the size of the object that 
needs to be captured. Note that 
measurements are rounded to the 
nearest milimeter and that this table 
may be updated periodically subject to 


ONE 


Min-Max 
Distance 
Sensor- 
object cm 


Extension Tube 


Popular film 
formats 


35mm 
645 
6x6cm 
6x7cm 
6x8cm 
9x12cm 
13x18cm 
24x30cm 
4x5" 
5x7" 
8x10" 
11x14" 


Min-Max 
Magnification 


MSS IELA 


Dimensions 


mm 


36x24 
56x44 
56x56 
70x56 
80x56 
120x90 
180x130 
300x240 
127x101.6 
177.8x127 
254x203.2 
355.6x279.4 


967-2130 


Min-Max Object 


WxH Size (approx. 


mm) 


373x280 -170x128 


Popular DIN 
formats 


AO 
A1 
A2 
A3 
A4 
A5 


Dimensions mm 


1189x841 
841x594 
594x420 
420x297 
297x210 
210x148 


| Ustomas | 


11x8.5" 
14x8.5" 
17x11" 
40x28" 
36x24" 


Popular supported 
formats 


279x216 
356x216 

432x279 
1016x711 
914x610 


42mm 


1:21:32 


ETSE 


2100-3260 


3230 - 4390 


110x83 - 172-129 


82x61 - 112x84 


9x12cm, 4x5" 


6x8cm, 6x7cm, 
6x6cm 


21mm+42mm 


Apt 2 IS 


4390 - 5520 


790-1740 


65x49 - 83x62 


373x280 -170x128 


645, 35mm 


11x14", 8x10", 
24x30cm, A4 


42mm 


1715 - 2660 
2640 - 3590 


110x83 - 172-129 
82x61 - 112x84 


4x5", 5x7", 
18x24cm, A5 
9x12cm 


21mm+42mm 


3560 - 4510 


65x49 - 83x62 


645, 6x6cm, 


XF 120mm BR - magnification - object size reference 
table Popular film formats Dimensions mm Popular DIN formats Dimensions mm 


Jan-21 35mm 36x24 210x148 
645 56x44 
The below table provides useful information for selecting a 6x6cm 56x56 
configuration suitable for the desired capture resolution and the 6x7cm 70x56 
size of the object that needs to be captured. Note that 6x8cm 80x56 
measurements are rounded to the nearest milimeter and that this 
table may be updated periodically subject to system updates. 


9x12cm 120x90 
13x18cm 180x130 


4x5" 127x101.6 
5x7" 177.8x127 


Distance sensor- Object WxH 


Total system object approx Magnification PPI (approx.) Size (approx. Popular & Vintage supported 


length mm Z formats 
in mm) 


Extension Tube 


N/A 290 x 195 
N/A 218 x 159 A5, 13x18cm, 5x7" 
N/A 176 x 130 9x12cm, 4x5" 

N/A 105 x 79 6x8cm, 6x7cm, 6x6cm, 645 
WA 54x42 645, 35mm 

No1 46x35 35mm, 44x32mm 
No2 41x31 35mm, 40x28mm 


No.3 36 x 27 35mm Full Frame 
No. 3 + No. 1 33x25 


No. 3 + No. 2 31x 23 


No. 3+ No. 2 + No.1 110 cartridge (17x13mm), 
24x18mm (half-frame) 


290 x 195 

218 x 159 A5, 13x18cm, 5x7" 

176 x 130 9x12cm, 4x5" 

105 x 79 6x8cm, 6x7cm, 6x6cm, 645 
645, 35mm 

35mm, 44x32mm 

35mm, 40x28mm 


120mm No.3 343 386 0.67 9670 36 x 27 35mm Full Frame 
120mm No. 3 + No. 1 391 445 0.62 10680 33x25 
120mm No. 3 + No. 2 369 400 0.85 11610 31x 23 


110 cartridge (17x13mm), 


120mm No. 3 + No. 2+ No.1 378 410 0.50 12430 28x21 
24x18mm (half-frame) 


XF 1Q4 150MP resolution - object size 


reference table 


Jan-21 


The below table provides useful information for 


selecting a configuration suitable for the desired 
capture resolution and the size of the object that 


needs to be captured. Note that measurements are 
approximate and that this table may be updated 
periodically subject to system updates. 


Extension Tube 


Distance sensor} 
object approx 


Popular film formats 
35mm 
645 
6x6cm 
6x7cm 
6x8cm 
9x12cm 
13x18cm 
24x30cm 
4x5" 
8x10" 
11x14" 


Magnification 


Dimensions mm 
36x24 
56x44 
56x56 
70x56 
80x56 
120x90 

180x130 
300x240 
127x101.6 
254x203.2 
355.6x279.4 


PPI (approx.) 


Object WxH 
Size (approx.) 


Popular DIN formats 


AO 
A1 
A2 
A3 
A4 
A5 


11x8.5" 
14x8.5" 
40x28" 
36x24" 


Popular & Vintage supported 
formats 


120x90 


Dimensions mm 
1189x841 
841x594 


594x420 
420x297 
297x210 
210x148 


US formats R 


279x216 

356x216 
1016x711 

914x610 


Full size copy stand e.g Kaiser RSP 2-Motion or Phase One RPS 2300XL 


N/A 


400 


90x67 


Full size copy stand e.g Kaiser RSP 2-Motion or Phase One RPS 2300XL 


N/A 


600 


60x45 


Medium size copy stand e.g Phase One RPS 1600XL 


N/A 


800 


45x34 


Medium size copy stand e.g Phase One RPS 1600XL or Grazier KT5242 cradle 


55mm N/A 1380 300 120x90 AO+ Full size copy stand e.g Kaiser RSP 2-Motion or Phase One RPS 2300XL 
55mm N/A 1070 400 90x67 Alt+ Full size copy stand e.g Kaiser RSP 2-Motion or Phase One RPS 2300XL 
55mm N/A 760 600 60x45 A2+ Medium size copy stand e.g Phase One RPS 1600XL 

55mm N/A 600 800 45x34 A3+ Medium size copy stand e.g Phase One RPS 1600XL or Grazier KT5242 cradle 
55mm N/A 450 1200 30x23 A4t+ Medium size copy stand e.g Phase One RPS 1600XL or Grazier KT5242 cradle 
120mm N/A 1660 1:11.3 600 60x45 A2+ Full size copy stand e.g Kaiser RSP 2-Motion or Phase One RPS 2300XL 
120mm N/A 1320 1:8.4 800 45x34 A3+ Medium size copy stand e.g Phase One RPS 1600XL or Grazier KT5242 cradle 
120mm N/A 990 1:5.6 1200 30x23 A4t+ Medium size copy stand e.g Phase One RPS 1600XL or Grazier KT5242 cradl 


inmm 


N/A 


290 x 195 


N/A 


218 x 159 


A5, 13x18cm, 5x7" 


N/A 


176 x 130 


9x12cm, 4x5" 


N/A 


105 x 79 


6x8cm, 6x7cm, 6x6cm, 645 


N/A 


54x 42 


645, 35mm 


wa" 


No1 


46x35 


35mm, 44x32mm 


No2 


41x31 


35mm, 40x28mm 


No.3 


36 x 27 


35mm 


“Full Frame" 


No. 3 + No. 1 


33x25 


No. 3 + No. 2 


31x 23 


No. 3 + No. 2 + No.1 


28x21 


110 cartridge (17x13mm), 


24x18mm (half-frame) 


PP Phase One A/S 2020 


